timber.    There was approximately 30 feet of the line curtain laying there."
However, Mr.  Allred gave testimony during cross-examination .which supports
the testimony of Inspector Milovich.    Mr.  Allred's testimony on this point Is
as  follows:

Q. Okay. Where was the brattice cloth that was
connected to the three posts that were inby point "C"
[on Exhibit M-4]?

A.    I don't know.

Q,     Did you see any brattice cloth there?

A.    Did I see any?

Q.     Yes.

A.     After we backed up?

Q.     Yes.

A. No, I don't recall what happened to It. Somebody
else come in and fixed the place up. I don't know who did it.

Q. You have just told me several things:  [The testimony
is omitted as relates to the first two topics identified.]
Three, you told me that somebody went out and got new
brattice cloth and came back in. Right?

A. Right.

Q.  Did you see that hung?

A. No. If I remember right, I think, we went to dinner ,
and had somebody else do the hanging up and measuring. I
can't remember for sure what happened there.

Q. But you do remember somebody brought new brattice
cloth in?

A. No, I don't remember that* I think somebody told me
somebody brought some brattice cloth in. I didn't see nobody
bringing no brattice in. (Tr. 171-172).

The eighth area of inconsistency concerns whether Mr. Edwards and
Inspector Milovich conversed at the kitchen. According to Inspector extra brattice cloth (Tr. 141). However, the evidence
